Wednesday, 20 May 2015 



The Hon. Tony Abbott, MP 
Prime Minister 
Parliament House 
CANBERRA ACT 2600 



Attention: - Regarding Office of National 
Assessments and Others 



Subject: Bin Laden Died in Dec 2001 



Dear Prime Minister 

Please find enclosed the 
following to read, Bin Laden died in Afghanistan in 
2001, not in 201 1 in Pakistan American scholar. 

I am calling for the Heads and Deputy Heads of all 
the following Government Depts to be sacked for 
lying for over 10 years about Bin Laden death. 

Australian Intelligence Community (AIC) 

• Australian Signals Directorate 

• Defence Intelligence Organisation 

• Australian Geospatial-Intelligence Organisation 

• Australian Security Intelligence Organisation 

• The Australian Secret Intelligence Service 
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Each of these Organisations the Heads and Senior 
Management Lied to the Government and people of 
Australia about Bin Laden and played us all for 
fools. 

Pushing these Fake Bin Laden Videos and Tapes 
because it helped America and their plans with the 
"Fraudulent War On Terror" 

How is it we the people of Australia can collect 
information and the evidence, proof that Bin Laden 
is Dead yet these so called Intelligence Agencies 
cant? 

Again I am calling on all Heads and Deputy Heads of 
the above and again shamed and named 
Government Depts to be sacked. 

Australian Intelligence 
Community (AIC) 

• Australian Signals Directorate 

• Defence Intelligence Organisation 

• Australian Geospatial-Intelligence Organisation 

• Australian Security Intelligence Organisation 

• The Australian Secret Intelligence Service 

Yours truly 
Lloyd T Vance 

xxxxxxxxxx 
xxxxxxxxxx 
xxxxxxxxxx 
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